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the current of which was supplied from large magneto ma-
chines, built up of a great number of permanent magnets,
with coils revolving between them. Most of our ironclads
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are now supplied with powerful arc ligllts, provided with
reieetors, and known as search-liglits, to enable them to
discover the presence of torpedo boats, and to destroyt with
